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Frcsn: GPiVTSKAN—VUS0212A Date and time 06/21/94 09:39:34 

To: JPIADE —VCH0021A Jean-Jacques Piade BVIOL —VCH0021A Wolf Reininghaus 

HREIF —VCH0021A Helmut Reif 

cc: CPURCEXL--VUS0212A Purcell,Clare RCARCHMA.—VUS0212A Richard Carchman 

LMCALPIN—VUS0212A Loreen IfcAlpin 

FROM: gpatskan 

Subject: PM Building Stud/ 

Drs. Piade, Reif, Rusteneier, and Reininghaus, 

The preliminary report frcm the Sterling group is available. It 
will be or has been sent to you. If you do not receive this report 
please contact me. I would like to get your caiments on this preliminary 
report if you feel it is warranted. The draft final report should be avail¬ 
able in July. The report fran the Cassidy group should be delivered to 
us fairly soon. 

Thank you for your help with this project. 

Best regards, 

George Patskan 
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